SOURCE: PHILIP MORRIS NATIONAL TRACK INC 


WOMEN 


B&H 

PACKING(S) SEGMENT SEGMENT SHARE AVAILABLE 

- - SIZE OF SEGMENT TO PM 





1986 

1988 

1986 

1988 

1986 

1988 

B&H (NET) 

- 

100MM FLT 

WOMEN 

28.2 

29.2 

10.9 

10.3 

15.8 

16.6 

BtH 

- 

FULL FLAVOR 100MM FLT 
NON-MENTHOL WOMEN 

5.8 

6.0 

11.1 

11.7 

2.5 

2.6 

BJcH MENTHOL 

- 

FULL FLAVOR 100MM FLT 
MENTHOL WOMEN 

3.5 

3.5 

20.0 

19.5 

2.2 

2.2 

B&H LIGHTS 

- 

FLAVOR LOW 100MM FLT 
NON-MENTHOL WOMEN 

9.0 

8,9 

5.4 

4.8 

4.3 

4.4 

B&H LIGHTS MENTHOL 

- 

FLAVOR LOW 100MM FLT 
MENTHOL WOMEN 

5.4 

5.3 

7.4 

5.9 

3.6 

4.0 

B&H DUL 

- 

ULTRA LOW 100MM FLT 
NON-MENTHOL WOMEN 

3.1 

3.6 

16.1 

14.3 

2.2 

2.3 

B&H DUL MENTHOL 

— 

ULTRA LOW 100MM FLT 

MENTHOL WOMEN 

1 .3 

1 .8 

27.3 

20.0 

0.9 

1 .1 

BicH FULL FLAVOR 
(SUMMARY) 

- 

FULL FLAVOR 100MM FLT 

WOMEN 

9.3 

9.6 

14.5 

14.6 

4.7 

4.8 

BfcH FLAVOR LOW 
(SUMMARY) 

- 

FLAVOR LOW 100MM FLT 

WOMEN 

14.5 

14.2 

G. 1 

5.2 

7.3 

8.4 

BftH ULTRA LOW 
(SUMMARY) 

- 

ULTRA LOW 100MM FLT 

WOMEN 

4.4 

5.5 

19.5 

16.2 

3.1 

3.4 

BfcH NON-MENTHOL 
(SUMMARY) 

- 

100MM FLT 

NON-MENTHOL WOMEN 

17.9 

18.6 

9.1 

8.9 

9.0 

9.3 

B*H MENTHOL 
(SUMMARY) 

- 

100MM FLT 

MENTHOL WOMEN 

10,3 

10.7 

14.2 

12.8 

6.8 

7.3 


OQIQS9QPOZ 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 





SOURCE: PHILIP MORRIS NATIONAL TRACKING 
BfcH (NET) - 100MM FILTER 

WOMEN 


WOMEN 


NET 



1986 

1988 

CHANGE 

N - 

8154 

8381 


TOTAL SEGMENT 

28.2 

29.2 

1 .0 

MARLBORO ITS 100‘S 

2.1 

2.1 

— 

MARLBORO 100’S 

1.9 

1 .9 

- 

SALEM LTS 100’S 

1,5 

1 .6 

0.1 

SALEM 106’S 

1.2 

1 .2 

— 

WINSTON LTS 100’S 

1.1 

1 .1 

- 

WINSTON 100’S 

1.2 

1 .1 

-0.1 

V.S. 100*S 

0.8 

0.8 

— 

B&H 100’S 

0.6 

0.7 

0.1 

B&H 100’S MTHL 

0.7 

0.7 

- 

V.S. 100'S LTS MTHL 

1.1 

0.7 

-0.4 

V.S, 100’S LTS 

0.9 

0.7 

-0.2 

SALEM SLIM LTS 100‘S 

0.5 

0.6 

0.1 

V.S. 100’S MTHL 

0.6 

0.6 

- 

MERIT 100'S 

0.S 

0,6 

-0.2 

B&H UL 100‘S 

0.5 

0.5 

- 

CARL 100’S 

0.6 

0.5 

-0.1 

NEWPORT 100’S 

3.4 

0.5 

0.1 

SALEM UL 100’S 

0.3 

0.5 

0.2 

VANTAGE 100’S 

0.6 

0.5 

-0.1 

KOOL 100’S 

0.5 

0.4 

- 

MERIT UL 100’S 

0.4 

0.4 

0.1 

BScH 100’S LTS 

0.5 

0.4 

-0.1 

KENT 100’S 

0.4 

0.4 

- 

BfcH UL MTHL 100’S 

0.4 

0.4 

— 

NOW 100’S 

0.3 

0.4 

0.1 

VANTAGE UL 100’S 

0.4 

0.4 

_ 

DORAL LTS 100*S 

0,2 

0.3 

0.1 

B&H 100*S LTS MTHL 

0.4 

0.3 

-0.1 

DORAL LTS 100’S MTHL 

0.1 

0.3 

0,1 

KENT GL 100’S 

0.4 

0.3 

-0.1 

PARLIAMENT LTS 100’S 

0.3 

3.3 

- 

NOW 100’S MTHL 

0.2 

0.3 

- 

V.S. UL 100’S 

- 

0.3 

0.3 

WINSTON UL 100’S 

0,3 

0.3 

- 

TAREYTON 100’S 

0,3 

0.3 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 


2040635151 



SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H - FULL FLAVOR 10GMM FILTER 

NON-MENTHOL WOMEN 


WOMEN 


NET 




1986 

1988 

CHANGE 


N = 

1669 

1721 


TOTAL SEGMENT 


5.8 

6.0 

0.2 

MARLBORO 100’S 


1 .9 

1 .9 

— 

WINSTON 100’S 


1 .2 

1.1 

-0.1 

V.S. 100's 


0.8 

0.8 

- 

B&H 100’S 


0.6 

0.7 

0.1 

TAREYTON 100’S 


0.3 

0.3 

- 

CEN 25 100S 


0.1 

0.2 

- 

PALL MALL 100'S 


0.2 

0.2 

- 

RALEIGH 100’S 


0.2 

0.2 

-0.1 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 


2040635152 



SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H MENTHOL - FULL FLAVOR 100MM FILTER 

MENTHOL WOMEN 


WOMEN 


NET 




1986 

1988 

CHANGE 


N = 

1016 

1016 


TOTAL SEGMENT 


3.5 

3.5 

- 

SALEM 100'S 


1.2 

1.2 

_ 

B4H 100’S MTHL 


0.7 

0.7 

- 

V.S. 100’S MTHL 


0.6 

0.6 

- 

NEWPORT 100’S 


0.4 

0.5 

0.1 

KOOL 100’S 


0.5 

0.4 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 
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SOURCE; PHILIP MORRIS NATIONAL TRACKING 
B ScH LIGHTS - FLAVOR LOW 100MM FILTER 

NON-MENTHOL WOMEN 


WOMEN 


NET 



1986 

1988 

CHANGE 

N » 

2614 

2545 


TOTAL SEGMENT 

9.0 

8.9 

-0.2 

MARLBORO LTS 100’S 

2.1 

2.1 

_ 

WINSTON LTS 160'S 

1. 1 

1.1 

- 

V.S. IBS’S LTS 

0.9 

0.7 

-0.2 

MERIT IBS'S 

0.8 

0.6 

-0,2 

VANTAGE 100’S 

0.6 

0.5 

-0.1 

B&H 100’S LTS 

0.5 

0.4 

-0.1 

KENT 100’S 

0.4 

0.4 

- 

DORAL LTS 100’S 

0.2 

0.3 

0.1 

KENT GL 100’S 

0.4 

0.3 

-0.1 

PARLIAMENT LTS 100’S 

0.3 

0.3 

- 

CEN 25 100S LTS 

0.2 

0.2 

- 

CAMEL LTS 100’S 

0.2 

0.2 

- 

CAMB LTS 100’S 

- 

0.2 

0.2 

MORE LTS 100’S 

0.2 

0.2 

-0.1 

TRUE 100’S 

0.2 

0.2 

- 

GEN 100'S LTS 

0.2 

0,2 

- 


N 

O 

•*» 

O 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 
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SOURCE: PHI UP MORRIS NATIONAL TRACKING 

B&H LIGHTS MENTHOL - FLAVOR LOW 100MM FILTER 

MENTHOL WOMEN 


WOMEN 


N = 

TOTAL SEGMENT 

SALEM LTS 100’S 
V.S. 100'S LTS MTHL 
SALEM SLIM LTS 100’S 
B&H 100'S LTS MTHL 
DORAL LTS 100’S MTHL 
BELAIR 100’S 
MERIT 100’S MTHL 
GEN 100’S LTS MTHL 


NET 


1986 

1988 

CHANGE 

1561 

1514 


5.4 

5.3 

-0.1 

1 .5 

1.6 

0.1 

1.1 

0.7 

-0.4 

0.5 

0.6 

0,1 

0.4 

0.3 

-0.1 

0.1 

0.3 

0.1 

0.3 

0.2 

- 

0.2 

0.2 

— 

0.1 

0.2 

0.1 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 
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SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B4H DUL - ULTRA LOW 100MM FILTER 

NON-MENTHOL WOMEN 


WOMEN 


NET 



1986 

1988 

CHANGE 

N = 

888 

1B45 


TOTAL SEGMENT 

3.1 

3.6 

0.6 

B&H UL 100’S 

0.5 

0.5 

— 

CARL 100’S 

0.6 

0.5 

-0.1 

MERIT UL 100’S 

0.4 

0.4 

0.1 

NOW 100’S 

0.3 

0.4 

0.1 

VANTAGE UL 100’S 

0.4 

0.4 

- 

V.S. UL 100’$ 

- 

0.3 

0.3 

WINSTON UL 1 00'S 

0.3 

0.3 

- 

KENT 3 100’S 

0.3 

0.2 

-0.1 

GEN UL 100’S 

0.2 

0.2 

- 


A> 

O 

O 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 
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SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H DUL MENTHOL - ULTRA LOW 100MM FILTER 

MENTHOL WOMEN 


WOMEN 



1986 

1988 

NET 

CHANGE 

N = 

384 

521 


TOTAL SEGMENT 

1.3 

1.8 

0.5 

SALEM UL 100’S 

0.3 

0.5 

0.2 

B&H UL MTHL 100’S 

0.4 

0.4 

- 

NOW 100’S MTHL 

0.2 

0,3 

- 

CARL 100’S MTHL 

0.2 

0.2 

- 

V.S. UL 100’S MTHL 

- 

0.2 

0.2 


CO 

CJ* 


at 

-4 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 






SOURCE: PHILIP MORRIS NATIONAL TRACKING 

BfeH FULL FLAVOR - FULL FLAVOR 100MM FILTER 

(SUMMARY) WOMEN 


WOMEN 


N = 

TOTAL SEGMENT 

MARLBORO 100’S 
SALEM 100’S 
WINSTON 100’S 
V.S. 100’S 
B&H 100'S 
B&H 100’S MTHL 
V.S. 100'S MTHL 
NEWPORT 100’S 
KOOL 190’S 
TAREYTON 100’S 
CEN 25 100S 
PALL MALL 160’S 
RALEIGH 100’S 


NET 


1986 

1988 

CHANGE 

2685 

2737 


9.3 

9.6 

0.3 

1.9 

1 .9 

_ 

1.2 

1 .2 

- 

1 .2 

1.1 

-0.1 

0.8 

0.8 

- 

0.6 

0.7 

0.1 

0.7 

0.7 

- 

0.6 

0.6 

- 

0.4 

0.5 

0.1 

0.5 

0.4 

- 

6.3 

6.3 

- 

0.1 

0.2 

- 

0.2 

0.2 

- 

0.2 

0.2 

-0.1 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 


2040635158 



NATIONAL TRACKING 

- FLAVOR LOW 180MM FILTER 
WOMEN 


WOMEN 


NET 

1986 1988 CHANGE 


SOURCE: PHILIP MORRIS 
B&H FLAVOR LOW 
(SUMMARY) 


N = 

TOTAL SEGMENT 

MARLBORO LTS 100*S 
SALEM LTS 180’S 
WINSTON LTS 100’S 
V.S. 100’S LTS MTHL 
V.S. 100’S LTS 
SALEM SLIM LTS IBS’S 
MERIT 100’S 
VANTAGE 100’S 
B&H 100’S LTS 
KENT 100’S 
DORAL LTS 100’S 
B&H 100’S LTS MTHL 
DORAL LTS 100’S MTHL 
KENT GL 100’S 
PARLIAMENT LTS 100’S 
BELAIR 160’S 
CEN 25 160S LTS 
CAMEL LTS 100’S 
CAMB LTS 100’S 
MORE LTS 100’S 
MERIT 100’S MTHL 
TRUE 100’S 
GEN 100’S LTS 
GEN 100’S LTS MTHL 


4175 

4059 


14.5 

14.2 

-0.3 

2.1 

2.1 

_ 

1 .5 

1.6 

0.1 

1 .1 

1.1 

- 

1.1 

0.7 

-0.4 

0.9 

0.7 

-0.2 

8.5 

0.6 

0.1 

0.8 

0.6 

-0.2 

0.6 

0.5 

-0,1 

0.5 

0.4 

-0.1 

0.4 

0.4 

- 

0.2 

0.3 

0.1 

0.4 

0,3 

-0.1 

0.1 

0.3 

0.1 

0.4 

0.3 

-0.1 

0.3 

0.3 

- 

0.3 

0.2 

- 

0.2 

0.2 

- 

0.2 

0.2 

- 

- 

0.2 

0.2 

0.2 

0.2 

-0.1 

0.2 

0.2 

- 

0.2 

0.2 

- 

0.2 

0.2 

- 

0.1 

0.2 

0.1 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 
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SOURCE: PHILIP MORRIS NATIONAL TRACKING 

BfcH ULTRA LOW - ULTRA LOW 100MM FILTER 

(SUMMARY) WOMEN 


WOMEN 


N * 


TOTAL SEGMENT 

B&H UL 100’S 
CARL 100'S 
SALEM UL 100 ’ S 
MERIT UL 100‘S 
NOW 100*S 
VANTAGE UL 100'S 
B&H UL MTHL 100'S 
V.S. UL 100'S 
WINSTON UL 100’S 
NOW ISO’S MTHL 
KENT 3 100'S 
CARL 100'S MTHL 
V.S. UL 100’S MTHL 
GEN UL 100’S 


NET 


1986 

1988 

CHANGE 

1272 

1566 


4.4 

5.5 

1.1 

0.5 

0.5 


0.6 

0.5 

-0.1 

0.3 

0.5 

0.2 

0.4 

0.4 

0.1 

0.3 

0.4 

0.1 

0.4 

0.4 

- 

0.4 

0.4 

- 

- 

0.3 

0.3 

0.3 

0.3 

- 

0.2 

0.3 

- 

0.3 

0.2 

-0.1 

0.2 

0.2 

- 

- 

0.2 

0.2 

0.2 

0.2 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 
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SOURCE: PHILIP MORRIS NATIONAL TRACKING 


B&H NON-MENTHOL 
(SUMMARY) 


N = 


TOTAL SEGMENT 

MARLBORO LTS 100’S 
MARLBORO ISO’S 
WINSTON LTS ISO’S 
WINSTON 100'S 
V.S, 100’S 
B&H 100’S 
V.S. 100’S LTS 
MERIT 100’S 
B&H UL 100’S 
CARL 100’S 
VANTAGE 100’S 
B&H 100'S LTS 
KENT 100’S 
MERIT UL 100’S 
NOW 100’S 
VANTAGE UL 100’S 
PARLIAMENT LTS 100'S 
DQRAL LTS 100’S 
KENT GL 100’S 
V.S. UL 100’S 
WINSTON UL 100’S 
TAREYTON 100’S 


- 100MM FILTER 
NON-MENTHOL WOMEN 


WOMEN 


NET 


1986 

1988 

CHANGE 

5171 

5320 


17.9 

18.6 

0.7 

2.1 

2.1 

_ 

1.9 

1 .9 

- 

1.1 

1.1 

- 

1.2 

1.1 

-0.1 

0.8 

0.8 

- 

0.6 

0.7 

0.1 

0.9 

0.7 

-0.2 

0.8 

0.6 

-0.2 

0.5 

0.5 

- 

0.6 

0.5 

-0.1 

0.6 

0.5 

-0.1 

0.5 

0.4 

-0.1 

0.4 

0.4 

- 

0.4 

0,4 

0.1 

0,3 

0.4 

0.1 

0,4 

0.4 

- 

0.3 

0.3 

- 

0.2 

0.3 

0.1 

0.4 

0.3 

-0.1 

- 

0.3 

0.3 

0.3 

0.3 

- 

0.3 

0.3 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 


2040635161 



SOURCE: PHILIP MORRIS NATIONAL TRACKING 
B&H MENTHOL - 100MM FILTER 

(SUMMARY) MENTHOL WOMEN 


WOMEN 


N = 

TOTAL SEGMENT 

SALEM LTS 100'S 
SALEM 100'S 
BkH 100'S MTHL 
V.S. 100’S LTS MTHL 
SALEM SLIM LTS 100’S 
V.S. 100'S MTHL 
NEWPORT 100’S 
SALEM UL 100’S 
B&H UL MTHL 100’S 
KOOL 100’S 
BkH 100’S LTS MTHL 
DORAL LTS 100’S MTHL 
NOW 100’S MTHL 


NET 


19S6 

1988 

CHANGE 

2983 

3061 


10.3 

10.7 

0.4 

1.5 

1.6 

0,1 

1 .2 

1.2 

- 

0.7 

0.7 

- 

1 .1 

0,7 

-0.4 

0.5 

0.6 

0.1 

0.6 

0.6 

- 

0.4 

0.5 

0.1 

0,3 

0.5 

0.2 

0.4 

0.4 

- 

0.5 

0.4 

- 

0.4 

0.3 

-0,1 

0.1 

0.3 

0.1 

0.2 

0.3 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/gzgm0004 
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